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Message Text 


UNCLASSIFIED 

PAGE 01 BUENOS 01218 221156Z 

20 

ACTION OES-05 

INFO OCT-01 ARA-10 ISO-OO /016W 

010807 

R 212021Z FEB 75 
FM AMEMBASSY BUENOS AIRES 
TO NSF WASHDC 
INFO SECSTATE WASHDC 0010 

UNCLAS BUENOS AIRES 1218 

FOR COLLINS, IDOE; COLLINS PASS SCRIPPS AND TEXAS A&M; 

ALSO FOR LEWIS, OPP 

E.O. 11652: N/A 

TAGS: TPHY, AR 

SUBJECT: ISOS-R.V. MELVILLE 

REF COLLINS CABLE 17 FEB TO WILCOX (NOTAL) 

1. EMBASSY WAS IN DAILY CONTACT WITH PATAGONIA CO. FOLLOWING 
RECEIPT OF REFTEL. PATAGONIA PURSUED PROBLEM FROM ALL ANGLES 
WITH AEROLINEAS ARGENTINAS AND WITH ITS OWN SUBAGENTS IN WOUTH 
ARGENTINA, DESPITE SEVERE COMMUNICATIONS PROBLEMS IN BUENOS 
AIRES. (BOTH THEIR PHONES AND TELEX HAVE BEEN INOPERATIVE 
FOLLOWING HEAVY RAINSTORM HERE) AND BETWEEN HERE AND TIERRA 
DEL FUEGO. 

2. WE NOW UNDERSTAND EQUIPMENT ARRIVED IN RIO GRANDE ON FEB 
18 AND WAS MOVED ON TO USHUAIA SAME DAY. OUR INFORMATION IS 
THAT MELVILLE DEPARTED USHUAIA AT 0800 ON FEB 19. DELAY OF 
ONLY 16 HOURS UNDER THESE CIRCUMSTANCES CONSIDERING MINIMAL 
TIME PROVIDED FOR CLEARING EQUIPMENT AND ARRANGING ONWARD 
SHIPMENT IS, IN OUR VIEW, A RATHER REMARKABLE ACHIEVEMENT. 
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Message Attributes 


Automatic Decaptioning: X 
Capture Date: 01 JAN 1994 
Channel Indicators: n/a 
Current Classification: UNCLASSIFIED 

Concepts: SHIPS, EQUIPMENT, OCEANOGRAPHIC RESEARCH, R/V MELVILLE 

Control Number: n/a 
Copy: SINGLE 
Draft Date: 21 FEB 1975 
Decaption Date: 01 JAN 1960 
Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1975BUENOS01218 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D750063-1168 
From: BUENOS AIRES 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1975/newtext/t19750225/aaaaavua.tel 

Line Count: 49 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION OES 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: 75 COLLINS CABLE 17 
Review Action: RELEASED, APPROVED 
Review Authority: ElyME 
Review Comment: n/a 
Review Content Flags: 

Review Date: 21 NOV 2003 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <21 NOV 2003 by MaustMC>; APPROVED <30 DEC 2003 by ElyME> 

Review Markings: 

Margaret P. Grafeld 
Declassified/Released 
US Department of State 
EO Systematic Review 
05 JUL 2006 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 

Secure: OPEN 

Status: NATIVE 

Subject: ISOS-R.V. MELVILLE 

TAGS: TPHY, AR, US 

To: NSF 

Type: TE 
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